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Subject: ACTION: Q4 Reports Due 07-05-19 

From: "Dominguez, Melida" <melida.dominguez@LAUSD.NET> 

Date: 6/25/19, 2:25 PM 

To: INDEPENDENT-CHARTER-SCHOOLS@LISTLAUSD.NET 
On behalf of the Charter Schools Division 

Dear Charter School Governing Board Chairs and School Leaders: 

Hope all of you are heading for a restful and great summer. This is a friendly 
reminder that Q4 is due July 5, 2019 

1) 2019-2020 LCAP Report - via Dropbox 

0 Don't forget to include the following documentation with your report 

a) Agenda where item was discuss with the Charter Board 

b) Charter Board Minutes 

c) Charter Board Agenda approving the minutes 

2) CHARTER SCHOOLS CONTACT INFORMATION - Click on 
the links below 

As we proceed on this journey, the Charter Schools Division and the Charter 
Operated Programs have collaboratively developed the contact information 
survey to avoid duplication of requests from both offices. We appreciate your 
diligence and effort in ensuring that we have accurate school and Governing 
Board information for the 2019-20 academic school year. Please complete for 
each charter school. In addition don't forget to include the Board Members' 
List and the Board Meeting Calendar for 2019-20. Please keep in mind that 
when entering the Governing Board member's contact information, it must be 
unique to that individual (i.e. e-mail and telephone number). Incomplete or 
inaccurate forms will not be accepted. 

CLICK HERE to complete contact information and 

CLICK HERE 2 to upload the additional required documentation 
regarding your Governing Board and Board Calendar for 2019-20 (See 
attached forms) 

In addition, please provide copy of your school Bell schedule if you 
are a secondary school and if you have a new address, don't forget 
to include the Certificate of Occupancy (COO). 

Thank you in advance for your immediate attention to this matter. 

Sincerely, 
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Melida Dominguez 

Administrative Assistant to Jose Cole-Gutierrez 

Los Angeles Unified School District 

Charter Schools Division 

Office (213) 241-8660 | Fax (213) 241-2054 

Website: http://charterschools.lausd.net 

Charter Schools Division Mission: 

The LAUSD Charter Schools Division fosters high quality educational opportunities 
and outcomes for students in the greater Los Angeles community through exemplary 
DMsion of instruction charter public school authorizing, oversight, and sharing of promising practices so 

that all students maximize their potential. 



To unsubscribe from the INDEPENDENT-CHARTER-SCHOOLS list, click the following link: 
&*TICKET URL(INDEPENDENT-CHARTER-SCHOOLS.SIGNOFF); 

—Attachments:- 

Governing Board 2019-20.docx 30.4 kB 

Calendar Board Meeting Dates 2019-20.docx 20.3 kB 
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